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cylamide and its metabolites in biological 
fluids 313 

Gentisamide 5-glucuronide 
HPLC method for the quantitation of sali- 
cylamide and its metabolites in biological 
fluids 313 

Gentisamide sulphates 
HPLC method for the quantitation of sali- 
cylamide and its metabolites in biological 
fluids 313 

y-Glutamylcysteine 
Method for determination of free and total 
glutathione and y-glutamylcysteine con- 
centrations in human leukocytes and 
plasma 152 

Glutathione 
Determination of natural thiols by LC after 
derivatization with 3,5-di-tert.-butyl-1,2- 
benzoquinone 404 

Glutathione 
Method for determination of free and total 
glutathione and y-glutamylcysteine con- 
centrations in human leukocytes and 
plasma 152 

Glycosaminoglycan hexosamines 
Quantitative GC measurement of glycosa- 
minoglycan hexosamines in urine and 
plasma 231 

Glycosaminoglycans 
Quantitatie GC measurement of glycosa- 
minoglycan hexosamines in urine and 
plasma 231 

Haemoglobin, cysteine adducts 
Cysteine adducts of human haemoglobin 
measured by isoelectric focusing in poly- 
acrylamide gels with a non-linear pH 
gradient 35 

HEP G2 hepatoma cells 
Method for purification of an insulin-like 
growth factor-binding protein produced by 
human HEP G2 hepatoma cells 163 

Hexosamines 
Quantitative GC measurement of glycosa- 
minoglycan hexosamines in urine and 
plasma 231 


Hydroxy acids, short-chain 
Identification by GC-MS of short-chain 
hydroxy acids produced by Fusobacterium 
species and Clostridium innocuum 121 
Hydroxyanthranilic acid 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 
y-Hydroxybaclofen 
Rapid simultaneous determination of 
baclofen and its y-hydroxy metabolite in 
urine by HPLC with _ ultraviolet 
detection 212 
158-Hydroxycyproterone acetate 
Automated HPLC assay for cyproterone 
acetate and 158-hydroxycyproterone ace- 
tatein plasma 432 
3-Hydroxydecandioic acid dimethylate 
Identification of 3-hydroxydecandioic acid 
dimethylate in human urine 450 
3-Hydroxymorphinan 
HPLC determination of dextrorphan and 3- 
hydroxymorphinan in human plasma based 
on a selective pre-column sample clean- 
up 217 
p-Hydroxyphenobarbitone 
Simultaneous quantitation of phenobarbi- 
tone and p-hydroxyphenobarbitone and 
their perdeuteroethyl analogues in biologi- 
cal fluids by combined GC-MS _ 287 
Hydroxyproline 
Determination of hydroxyproline in tissue 
collagen hydrolysate by derivatization and 
isocratic reversed-phase HPLC 394 
Igepon T-77 
Application of a novel cation-exchange 
reagent, Igepon T-77 (N-methyl oleoyl 
taurate), to microbore separations of alu- 
mina extracts of catecholamines from cere- 
brospinal fluid, plasma, urine and brain 
tissue with amperometric detection 241 
Insulin-like growth factor-binding protein 
Method for purification of an insulin-like 
growth factor-binding protein produced by 
human HEP G2 hepatoma cells 163 
Internal-surface reversed-phase silica 
Retention properties of internal-surface 
reversed-phase silica packing and recovery 
of drugs from human plasma 297 
Isoniazid 
Analysis of isoniazid acetylhydrazine and 
[‘°N, Jacetylhydrazine in serum by capil- 
lary GC-ammonia chemical ionization 
MS 171 
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Kynurenic acid 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 

Kynurenine 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 

Kynurenine pathway 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 

B-Lactam antibiotics 
Determination of the monocyclic B-lactam 
antibiotic carumonam in plasma and urine 
by ion-pair and ion-suppression reversed- 
phase HPLC 357 

Lidocaine 
Retention properties of internal-surface 
reversed-phase silica packing and recovery 
of drugs from human plasma 297 

Lipids 
TLC of human platelet phospholipids with 
fatty acid analysis 411 

Lorazepam 
Analysis of chlorodesmethyldiazepam and 
its metabolites in plasma and urine 417 

Mepacrine 
Determination of quinacrine (mepacrine) 
in plasma by HPLC with fluorimetric 
detection 341 

N-Methy] oleoy!l taurate 
Application of a novel cation-exchange 
reagent, Igepon T-77 (N-methyl oleoyl 
taurate), to microbore separations of alu- 
mina extracts of catecholamines from cere- 
brospinal fluid, plasma, urine and brain 
tissue with amperometric detection 241 

1-Methyl-4-piperidy] diphenyl propoxyacetate 
GC-mass fragmentographic determination 
of propiverine and its metabolites in plasma 
andurine 43 

Metronidazole 
Simple LC method for the determination of 
ornidazole and metronidazole in human 
serum 228 

Mitomycin C 
Automated analysis of mitomycin C in body 
fluids by HPLC with on-line sample pre- 
treatment 53 

Mitoxantrone 
HPLC assay for mitoxantrone in plasma 
using electrochemical detection 81 


Moclobemide 
Determination of the new monoamine oxi- 
dase inhibitor moclobemide and three of its 
metabolites in biological fluids by 
HPLC 111 
Nicardipine 
Simple method for the determination of 
nicardipine in plasma using HPLC 439 
Nicotinic acid 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 
Nifedipine 
Rapid HPLC determination of nifedipine in 
plasma with on-line precolumn solid-phase 
extraction 207 
Nucleosides 
Application of HPLC and thermospray 
HPLC-MS to the analysis and identifica- 
tion of 2’,3'-dideoxyadenosine and its 
metabolite in biological media 1 
5’-Nucleotidase 
Assay of 5’-nucleotidase and simultaneous 
detection of interfering enzymes by anion- 
exchange column chromatography 398 
Ornidazole 
Simple LC method for the determination of 
ornidazole and metronidazole in human 
serum 228 
Phenobarbitone 
Simultaneous quantitation of phenobarbi- 
tone and p-hydroxyphenobarbitone and 
their perdeuteroethy! analogues in biologi- 
cal fluids by combined GC-MS _ 287 
Phosphatidic acid 
TLC of human platelet phospholipids with 
fatty acid analysis 411 
Phosphatidylethanolamine 
TLC of human platelet phospholipids with 
fatty acid analysis 411 
Phosphatidylglycerol 
TLC of human platelet phospholipids with 
fatty acid analysis 411 
Phosphatidylinositol 
TLC of human platelet phospholipids with 
fatty acid analysis 411 
Phosphatidylserine 
TLC of human platelet phospholipids with 
fatty acid analysis 411 
Phospholipids 
TLC of human platelet phospholipids with 
fatty acid analysis 411 
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Pimonidazole 
Gradient HPLC method for simultaneous 
assay of the radiosensitizers etanidazole (SR 
2508) and pimonidazole (Ro 03-8799) in 
biological materials 223 

Piroxicam 
Rapid and sensitive method for determina- 
tion of piroxicam in human plasma by 
HPLC 445 

Probenecid 
Retention properties of internal-surface 
reversed-phase silica packing and recovery 
of drugs from human plasma 297 

Propiverine 
GC-mass fragmentographic determination 
of propiverine and its metabolites in plasma 
andurine 43 

Prostaglandin E, 
Determination of prostaglandin E, in 
plasma of schizophrenics and healthy con- 
trols by GC-negative-ion chemical ioniza- 
tion MS and radioimmunoassay 373 

Proteins 
Cysteine adducts of human haemoglobin 
measured by isoelectric focusing in poly- 
acrylamide gels with a non-linear pH 
gradient 35 

Proteins 
Method for purification of an insulin-like 
growth factor-binding protein produced by 
human HEP G2 hepatoma cells 163 

Proteins 
Pulse injection analysis of the binding of 
serum proteins to porous polymer gels mod- 
ified with formyl groups 13 

Pyrazinamide 
LC assay for the simultaneous determina- 
tion of pyrazinamide and rifampicin in 
serum samples from patients with tubercu- 
lous meningitis 73 

Quinacrine 
Determination of quinacrine (mepacrine) 
in plasma by HPLC with fluorimetric 
detection 341 

Quinolinic acid 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 

Ribavirin 
HPLC determination of ribavirin in serum 
and urine and of its urinary metabolite 1,2,4- 
triazole-3-carboxamide 189 


Rifampicin 
LC assay for the simultaneous determina- 
tion of pyrazinamide and rifampicin in 
serum samples from patients with tubercu- 
lous meningitis 73 

Salicylamide 
HPLC method for the quantitation of sali- 
cylamide and its metabolites in biological 
fluids 313 

Salicylamide glucuronide 
HPLC method for the quantitation of sali- 
cylamide and its metabolites in biological 
fluids 313 

Salicylamide sulphate 
HPLC method for the quantitation of sali- 
cylamide and its metabolites in biological 
fluids 313 

Salicylic acid 
Determination of plasma aspirin and sali- 
cylic acid concentrations after low aspirin 
doses by HPLC with post-column hydroly- 
sis and fluorescence detection 425 

Serum proteins 
Pulse injection analysis of the binding of 
serum proteins to porous polymer gels mod- 
ified with formyl groups 13 

Stationary phases 
Retention properties of internal-surface 
reversed-phase silica packing and recovery 
of drugs from human plasma 297 

Thiols 
Determination of natural thiols by LC after 
derivatization with 3,5-di-tert.-butyl-1,2- 
benzoquinone 404 

Tolmetin 
HPLC determination of tolmetin, tolmetin 
glucuronide and its isomeric conjugates in 
plasma and urine 349 

Tolmetin glucuronide 
HPLC determination of tolmetin, tolmetin 
glucuronide and its isomeric conjugates in 
plasma andurine 349 

1,2,4-Triazole-3-carboxamide 
HPLC determination of ribavirin in serum 
and urine and of its urinary metabolite 1,2,4- 
triazole-3-carboxamide 189 

Tryptophan 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 

Xanthurenic acid 
High-voltage electrophoretic separation of 
tryptophan metabolites of the kynurenine 
pathway 263 


